
view Painted Stop 
I ft x 12 ft (typical) 


2' x 12' Crosswalk Panel 
4 ft on center 


Proposed Sign 
No Parking Here to Corner" 
(not to scale) 


ADA Compliant 
Handicap ramp 
(typical) _ 
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Double Utility Pole 
removal to be 
coordinated w/ utility 
company _ 


Date: August 16, 2016 



Places by Category 
I Police §tatiom 
t 3 Fire Station 
School 
TP? Library 

Public Works 
MA Highways 
Interstate 
VI US Highway 

Numbered Routes 
Abutting Towns 


Warren-Wyman Crosswalk Sketch 
























